To:  Pease,  Amanda[Pease.Amanda@epa.gov];  Drammeh,  Joan[Drammeh. Joan@epa.gov] 

Cc:  Guria,  Peter[Guria. Peter@epa.gov];  Moxley,  Bret[Moxley. Bret@epa.gov];  Tenley, 

Clancy[Tenley. Clancy@epa.gov] 

From:  Broussard,  Rebecca 

Sent:  Mon  8/1 7/2015  7:58:00  PM 

Subject:  FW:  Gold  King  Mine  Public  Information 

TO  4 ID  20  Gold  King  Mine  Public  Information. docx 


Hi  a 


Attached  is  the  technical  directive  for  the  new  call  center  process.  They’re  hoping  to  get  it  up  in 
the  next  2 days  - will  be  in  touch  on  details. 


Rebecca 


From:  Cerasani,  Gina 

Sent:  Monday,  August  17,  2015  1:55  PM 

To:  Broussard,  Rebecca;  Cheatham,  Reggie;  Drammeh,  Joan;  Pease,  Amanda;  Michaud,  John 
Cc:  Dalton,  Deborah 

Subject:  FW:  Gold  King  Mine  Public  Information 


Good  afternoon,  all: 


After  making  revisions  based  on  the  comments  you’ve  shared,  I have  sent  the  attached 
technical  directive  to  our  contractor.  Once  they  have  had  a chance  to  read  and  absorb  it,  we  will 
organize  a call  for  all  involved  in  the  next  day  or  two. 


Please  feel  free  to  be  in  touch  if  you  have  any  questions  about  the  attached  technical  directive 
or  the  process. 


Best, 

Gina  Cerasani 
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Gina  M.  Cerasani 

Conflict  Prevention  and  Resolution  Center 

U.S.  Environmental  Protection  Agency 
"Making  Agreement  Easier"  | (202)  564-0838 

http://intranet.epa.gov/adr  or  http://www.epa.gov/adr 
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